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LABOUR , EMPLOYMENT, TRAINING AND FACTORIES DEPARTMENT 


( Labour ) 


CENTRAL INSPECTION SYSTEM (CIS ) FOR RANDOM ALLOCATION OF INSPECTORS FOR 

THE COMPLIANCE (RENEWAL ) INSPECTION OF BOILERS - AMENDMENT. 

[G . O .Ms. No. 5, Labour, Employment, Training & Factories (Labour), 2nd March , 2019 .) 


In exercise of the powers conferred by sub -section (2 ) of Section 5 of the Boilers Act, 1923 (Central Act 
5 of 1923 ),Goverment hereby decides to implement the Central Inspection Framework under the Boilers Act , 
1923 and to amend the GO .Ms.No.72 , LET& F (Lab ) Department, Dated : 11- 10 -2016 . 
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[Part - 1 


TELANGANA GAZETTE EXTRAORDINARY 

AMENDMENT 


In the said G .O ., the enacting Schedule shall be renamed as Schedule - I and after the existing Schedule , 
the following Schedule shall be added namely : 

Schedule - II 


Designation 

Jurisdiction for renewal Inspections by 

Central Inspection System (CIS ) 
Joint Director of Boilers , TS , 

Central Inpection System ( CIS ) will select either of these officers 
Hyderabad 

to carry out the compliance ( renewal) inspection ofboilers belong 

to these officers jurisdictions in the above schedule duly considering 
Deputy Chief Inspector of Boilers, the condition “ same inspector will not inspect the same boiler 
SpecialOfficer, Hyderabad consecutively ” 
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Deputy Chief Inspector of 
Boilers (Hyderabad Region ), 
Hyderabad 
Deputy Chief Inspector of 
Boilers , (WarangalRegion ), 
Warangal 


Central Inpection System (CIS ) will select either of these officers 
to carry out the compliance ( renewal) inspection ofboilers belong 
to these officers jurisdictions in the above schedule duly considering 
the condition “ same inspector will not inspect the same boiler 
consecutively ” 


Inspector of Boilers , Circle -I, 
Hyderabad 


Central Inpection System ( CIS ) will select either of these officers 
to carry out the compliance ( renewal) inspection of boilers belong 
to these officers jurisdictions in the above schedule duly considering 
the condition “ same inspector will not inspect the same boiler 
consecutively ” 


Inspectorof Boilers , Circle - IV , 
Hyderabad 


Inspector of Boilers , Circle - II , Central Inpection System (CIS )will select either of these officers 
Hyderabad 

to carry out the compliance ( renewal) inspection of boilers belong 

to these officers jurisdictions in the above schedule duly considering 
Inspector of Boilers ,Nalgonda Tthe condition “ same inspector will not inspect the same boiler 
Circle ,Nalgonda 

consecutively 


Inspector of Boilers , Circle - III , Central Inpection System (CIS ) will select either of these officers 
Hyderabad 

to carry out the compliance ( renewal) inspection of boilers belong 

to these officers jurisdictions in the above schedule duly considering 
Inspector of Boilers, Karimnagar | the condition “ same inspector will not inspect the same boiler 
Circle ,Karimnagar 

consecutively ” 
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Dr. SHASHANK GOEL , 
Principal Secretary to Government. 
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